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PAGE 01 IBADAN 00703 161307Z 
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ACTION AF-08 

INFO OCT-01 ISO-OO SSO-OO /009 W 

012077 

O 161050Z SEP 76 

FM AMCONSUL IBADAN 

TO SECSTATE WASHDC IMMEDIATE 2235 

UNCLAS IBADAN 703 

FOR AF/W 

E. O. 11652: N/A 
TAGS: OGEN.NI 

SUB J : RELAY OF MESSAGE TO NIH 

POST HAS TRANSMITTED FOLLOWING MESSAGE DIRECT TO NIH: 

"TO NATIONAL INSTITUTE OF HEALTH 
FOR DR. LOUIS H. MILLER 
LABORATORY FOR PARASITIC DISEASES 

NIAID (NATIONAL INSTITUTE OF ALLERGY AND INFECTIOUS DISEASES). NIH 
U.C.H. DEPT OF CHEMICAL PATHOLOGY LOW ON SEVERAL ANTISERA FOR 
TYPING OF ABOUT FORTY CONTROLS. SHOULD CECIL BRING ABOVE SAMPLES 
FOR TYPING AT NIH OR SHOULD ABA DO ALL THE TYPING FIRST? WORRIED 
ABOUT DOING CONTROL AND TEST SAMPLES IN DIFFERENT LABORATORIES 
DESPITE BUILT-IN CONTROLS FOR EACH TEST. PLEASE ADVISE 
IMMEDIATELY. SAM MARTIN" 

SINCE CECIL HICKS DUE DEPART IBADAN SEPT 18, WOULD APPRECIATE 
DESK CALLING DR. MILLER (496-2731 TO ENSURE MESSAGE GOT THROUGH 
AND REQUEST HIS REPLY BE RELAYED TO US BY STATE MESSAGE TO REACH US 
PRIOR TO 1400 ZULU THURSDAY SEPT 17. 

HOYT 
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